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gators which, produced this chart, could not reconcile his testi-
mony before the court of inquiry in 1901 with the position of
the Brooklyn at the time she turned. His testimony placed the
Brooklyn across the bow of the Texas. The chart he submitted
as a member of the board, three months after the fight, showed
the Brooklyn some half mile away at that time.

To aid in a better understanding of the chart submitted, the
order creating the board, and the report submitted, are here
given:

U. S. FLAGSHIP "New York, IST RATE,
NAVY YARD, NEW YORK, N. Y., Sept. 2, 1898.

SIRS: You are hereby appointed a board to plot the positions of the
ships of Admiral Cervera's squadron and those of the United States fleet
in the battle of July 3, 1898, off Santiago de Cuba.

You are empowered to call for such data from any ship concerned as
may be necessary, forwarding a copy of this letter as authority.

It will be your duty to reconcile, as far as possible, all discrepancies in
the data so obtained.

The board, in submitting the chart with the plotted positions, will
report fully their reasons for locating the positions as they have.

Very respectfully,

W. T. SAMPSON,
Rear Admiral, U. S. N.

Comdr-in-Chief U. S. Naval Force, North Atlantic Station.
Lieutenant S. P. COMLEY, U. S. N.
Lieutenant L. C. HEILKTER, U. S. N.
Lieutenant WM. H. SCHTJETZE, U. S. N.
Lieutenant ALBON C. HODGSON, U. S. N.
Lieutenant W. H. ALLEN, U. S. N.
Lieutenant E. E. CAPEHART, U. S. N.
Lieutenant HEITRY P. HUSE, U. S. N.

In conformity with the order given, this board submitted
its report, with the chart it had made, as given below:

U. S. FLAGSHIP New York, IST RATE,
NAVY YARD, NEW YORK, N. Y., October 8, 1898.

Sra: In obedience to your order of September 2, 1898, appointing us
a board to plot the positions of the ships of Admiral Cervera's squadron
and those of the United States fleet in the battle of July 3, 1898, off San-
tiago de Cuba, we have the honor to submit the following report, accom-
panied by a chart, showing the positions of the ships at seven different
times.

These times, as taken by the United States ships engaged, with the
incidents noted, are as follows: from low-water mark one hundred feet
